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PERSONNEL 


August 1963 


•AHBOOHCEME3NT 0.F ASSIGNMENTS TO KEY POSITIONS 
OFFICE OF THE DEPUTY DI HECTOR FOR SCIENCE AM) TECHNOLOGY 


j-. Llfective 5 August 19 6.3 f .Or. Albert D. Wheelon is named > 

Deputy Director for Science and Technology. : 

2. Effective 5 August 1963 ^ the Deputy Director for Science I. 

and Technology is named Chairman of the CIA Research a,nd Deve looms nt f 

Review Board. 

3* Effective 5 August 1963, John. F. Blake is named Executive " 

Officer of the Deputy Directorate for Science and Technology. 
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MARSHALL S. CARTER 

Lieutenant General, USA ; 

Acting Director of Central Intelligence 
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